Lawson General Hospital, located twelve 
miles east of Atlanta, Georgia, is named for 
Thomas Lawson who was the Surgeon General 
of the United States Army from 1836 to 1861. 
In connection with the hospital, there is a 
large Medical Department Technicians' School 
in which enlisted men are trained as tech¬ 
nicians in X-Ray, Surgical, Medical, Dental, 
and Laboratory procedures. 
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Headquarters, Lawson General Hospital, Atlanta, Ga. 











